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lo In the period 22 June - 12 July 1957, the VEB Funkwerk Koepenick. made 


25X1 


the following deliveries i 
a„ Exports to the USSR, China, Czechoslovakia, and Polands 

4l large fish detectors (sonar » Echograf » with fish detectors) to the USSR 
3 sound spectrometers (SSP-10) to the USSR 
9 pulse oscillographs (QG-2~3) to the USSR 
, 3 sound .spectrometers (SSP~i0) to Communist China 

2 normal, oscillographs (0q >3-l) to Communist China 

9 pulse oscillographs (0G 2-3) to Czechoslovakia / 

3 pulse oscillographs (CG 2~3_) to Poland 
bo Distributed to East German enterprises i 

a. Sdnar ( Eeh olot anl agen ) (ELA-10) to the following shipyards: 


,VEB Eibewerft Boitzenburg -5 
VEB Rosslauer Schiffswerft - 1 
VEB .Staatswerft Rothensee - 6 
VEB Volkswerft Stralsund - 17 
VEB Warnow-Werft Wamemuende - 5 
VEB Peenewerft -Wolgast - 1 


bo 


Sonar (Echograf anlagen) (EGA-10 ) to the following shipyards; 

3 1 


.VEB Warnow-Werft Wamemuende 
VEB Vcdkswerft Stralsund -2 
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Six horizontal sounders (FlachALot) > to the VEB Schiffswerft -Berlin « 

One emergency and alarm equipment (Type .1553 ? 5 A l) to the -Warnow- 
Werft o 

One gyrocompass installation to the Peenewerft, Wolgast o 

lOO^Vatt transmitting and receiving sets (logger stations) 1 iki 

VEB Rosslauer Schiff swerft 

VEB -Schiff swerft "Edgar Andre " > Rofhensee 

VEB Volk swerft "Ernst Thaelmann’% Brandenburg . 
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